Post Test 11 

Coverage is the extent to which a phenomenon of 
interest is assessed in totality rather than in part. 
Answer: 
False 



Bed occupancy rate: 

The average daily admission x average length of 
stay((annual patients days) X 100) /(Annual 
available bed days 

) 
Answer: 

True 

Evaluation can be performed by scientific 

measurements. 

Answer: 

True 

Validity is the extent to which the nature of the 
phenomenon of interest has actually been assessed, 
Answer: 
True 

Objective is incorporating social, culture, values & 
policy into a statement of a desirable future status. 
Answer: 
False 
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program planning focuses on present operations 

and its prime concern is efficiency rather than 

effectiveness. 

Answer: 

[True 

A.P. = (Achieved / Goals) * 1000 

Answer: 

True 



Precision is the extent to which a measurement 

technique can discriminate between differences in 

magnitude. 

Answer: 

True 



Efficiency = Outputs / Inputs 

Answer: 

True 



Organization is the development of work structure 

in which the necessary tasks are carried out to 

reach the organization's objectives. 

Answer: 

True 
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Effectiveness of health services means optimal use 
& application of available resources. 
Answer: 
False 



Appropriateness means are these resources enough 
to carry out the activities? 
Answer: 
False 



Effectiveness is the degree to which improvement 

in health status are provided accurately and 

completely 

Answer: 

True 

Turnover interval is obtained by dividing the daily 
average number of bed occupied on the percent of 
the hospital beds. 
Answer: 
False 

Evaluation the program operation includes 

measuring the activity done by the program & its 

staff. 

Answer: 

True 
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